a’ 


4! 


Approved For Release 2000/08/16 : CIA-RDP81 B00878R000500160034-8 


HOS copy 


WORK ORDER RECUEST 
14 JANUARY 1959 


TO: FP 


ATTN: ee SATOTHR 
FROM: RGW | 


CONTRACT’: HF=TM=~16 


ITEM PART NUMBER SERIAL NBR UNIT OTY 


1. FP--F=2400=6 387 EA 1 Pen 4 
PEITIISTSTTSS ISS Sp seimm S/S PPS IIS ISS SS 


RECEIVED BY: 
_ DATEs 


FOR REPAIR AND RETURN 


WORK ORDER NBR: FP-1-24- | ; is aE 
Rt FP-1-lj-16 WOS COR youre wer: 45 7- S€ 78 = 
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